the ground that it would involve, in essence, cutting the rock.
Dewey Simpson, the roof bolter on Savior's crew in the Dulcimer
No. 1 Mine, indicated that he had asked Smith to remove cap coal,
that Smith refused and that he (Simpson) then told Saylor about
Smith's refusal.  Simpson also testified that there were problems
getting Smith to clean up.  Saylor testified that both Isom G.
Smith, a roof bolter on his crew, and Simpson complained of Smith
not cleaning up and his refusing to cut cap coal. Both Tom Baker,
Respondent's safety director, and Leon Allen, Respondent's outside
foreman, testified that they had received complaints, from the
bolters in Dulcimer No. 1 Mine, that Smith had left cap coal and
had not cleaned up before the bolters.  David Howard, Respondent's
operations manager, testified, in general, that he was aware of
complaints that Smith had not been cleaning up before the bolters
and had left cap coal.  He also testified that Saylor had told him
that Smith was making complaints about the other employees in the
section and that there were lots of disruptions.  He said, in
essence, that Saylor had stated that he (Saylor) would rather quit
than work with Complainant.  (This was corroborated by Saylor.)
Subsequently, Howard and Chasteen met with Green concerning the
difficulty that the roof bolters had with complaints from Smith,
and with the latter not cleaning up.  It was determined that Smith
be transferred to the Oxford No. 5 Mine as the foreman there,
Amato Hoskins, had more experience.

Hoskins testified that, after Smith'was assigned to Oxford
No. 5 Mine, in general, there were no problems with Smith opera-
ting the miner, that he never left cap coal, and that he was
"pretty good" at cleaning up.  (Tr. II, 170.)

Hoskins further testified that Smith complained to him that
the bolters "....were leaving the bolts too wide, not strapping
the rocks, stuff like that." (Tr. II, 173.) Hoskins indicated
that two of the bolters told him that Smith told them that they
were not performing their job properly. However, Hoskins indi-
cated that Smith was not a disruptive influence in the section.

Lawrence Taylor, who ran the miner at Oxford No. 5 Mine on
Smith's shift, testified, in essence, that Smith complained to
him about the face boss not having the straps and bolts put in
properly.  Taylor indicated initially upon direct examination
that Smith did not make any complaints to him about Hoskins.
However, upon cross examination he indicated that Smith did tell
him that Hoskins was not doing his job.  I observed the witness1
demeanor and find the latter version testified to upon cross
examination to be credible.  In addition, Taylor testified that
several times Smith said that the repairman should help with the
curtains.
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